JUDGE KOUTRAS: But the belt kept coasting?
THE WITNESS:   The belt kept coasting.

JUDGE KOUTRAS: The belt was moving at a fairly fast
speed?

THE WITNESS:   I let it slow way down and it was just
barely moving and turned this roller loose.

JUDGE KOUTRAS: If you hadn't turned the roller
loose, would this belt come to a complete stop?

THE WITNESS:   It would have stayed down.

JUDGE KOUTRAS: Isn't that what that thing is supposed
to do?

THE WITNESS:   The way they have got theirs wired,
yes .

Q.   What is a proper slippage switch supposed to do?

A.   It's supposed to shut the belt down when it
starts?

JUDGE KOUTRAS: Instantaneously?
THE WITNESS:   No.

JUDGE KOUTRAS: There is some coasting action and
that's what happened here, isn't it, when you did
something to block that roller, the belt started
coming to a blinding halt and then it coasted and it
slowed down but before it stopped completely you
turned it to the roller and then it kicked on again?

THE WITNESS:   Right.

JUDGE KOUTRAS: And it started up again?

THE WITNESS:   Right.

JUDGE KOUTRAS: But would it have stopped completely?

THE WITNESS:   Sir?
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